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SUFFOLK DOWNS 

Announces The Stake Events 

For Its 60 -Day Meeting 

★ 

Closing Thursday,, June 1, 1944 

To Be Run Saturday, July i—The Betsy Ross Stakes, $10,000 Added 

For Two-Year-Old Fillies—Five Furlongs. 

To Be Run Tuesday, July 4—The Yankee Handicap, $25,000 Added 

For Three-Year-Olds—One Mile and Three Sixteenths. 

To Be Run Saturday, July 8—The Miles Standish Stakes, $10,000 Added 

For Two-Year-Old Colts and Geldings—Five Furlongs. 

To Be Run Sat., July 15—The Hannah Dustin 'Cap, $10,000 Added 

For Fillies and Mares, Three-Year-Olds and Upward—One Mile and a 
Sixteenth. 

To Be Run Wed., July 19—The Mass. Handicap, $50,000 Added 

For Three-Year-Olds and Upward—One Mile and a Furlong. 

To Be Run Saturday, July 22—The Mayflower Stakes, $25,000 Added 

For Two-Year-Olds—Five and One-Half Furlongs. 


Closing Approximately One Week Before The Running 

To Be Run Saturday, May 20—The Commonwealth Handicap, $5,000 Added 
For Three-Year-Olds—Six Furlongs. 

To Bo Run Saturday, May 27—The Governor's Handicap, $5,000 Added 

For Three-Year-Olds and Upward—One Mile. 

To Be Run Tuesday, May 30—The Tomasello Memorial Handicap, $5,000 Added 
For Three-Year-Olds and Upward—Six Furlongs. 

To Be Run Saturday, June 3—The Paul Revere Handicap $5,000 Added 

For Three-Year-Olds and Upward—One Mile and a Sixteenth. 

To Be Run Saturday, June 10—The Plymouth Rock Handicap $5,000 Added 
For Three-Year-Olds and Upward—Six Furlongs. 

To Be Run Saturday, June 17—The Bunker Hill Handicap $5,000 Added 

For Three-Year-Olds and Upward—One Mile. 

To Be Run Saturday, June 24—The Constitution Handicap, $5,000 Added 

For Three-Year-Olds—One Mile. 


(Breeder's Awards on all Stakes. Trainer's Awards on all Stakes above $5,000.1 

EASTERN RACING ASSOCIATION, Inc. 

101 Milk Street—Boston, Mass. 

CHARLES F. ADAMS, President V. C. BRUCE WETMORE, Treasurer 

CHARLES J. McLENNAN, Racing Secretary 








1941 Pimlico Clubhouse 
Lawn— 


The winner of the Filly Class, 
later Reserve Champion, was 
fed 


KING BROODMARE 


YEARLING FEEDS 


We are rightly proud of the success of the 

KING BRAND FEEDS 

and we offer in evidence of our claim that they will develop a Strong Foal, 
a Well Developed Yearling and a 

WINNING RACE HORSE 


the following 


Pimlico Race Course 
1942 


The Yearling Show 
Purse, for two-year-olds 
that were shown at the 
1941 Yearling Show was 
won by the First Prize 
Yearling Filly, this mak¬ 
ing her second winning 
race. 


King Broodmare and King Yearling Feeds 

A correct balance of Choice Grains, with Vitamins and Minerals added. 
All feeds recleaned and mixed the day you order. 


• J. H. CLUSMAN & CO. ; 

| FALLSWAY AND HIGH ST. 'Phones: Vernon 2447-2448 BALTIMORE. MARYLAND 
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A Thoroughbred 
Since 1706 



Symbol of fine foods for more 
than two centuries, the name 
Crosse & Blackwell is synony¬ 
mous with good things to eat. 
Original recipes concocted by 
Crosse & Blackwell chefs, now 
of world renown, will always 
delight the palates of those who 
love true, epicurean elegance. 


Crosse & Blackwell 


B ALTI MORE 


The Maryland Horse 

Official publication of The Maryland 
Horse Breeders’ Association 

Editor: Humphrey S. Finney 
Business Manager: Stewart Sears 

Janon Fisher, Jr., President 
Joseph F. Flanagan, First Vice President 
Adolphe Pons, Second Vice President 
Goss L. Stryker, Secretary and Treasurer 

m 

Address editorial correspondence to Hum¬ 
phrey S. Finney, One Dixie Drive, Towson, 
Maryland. Correspondence regarding advertising 
or subscriptions to Stewart Sears at the same ad¬ 
dress. Telephone—Towson 630. 


Subscription Rates : The MARYLAND HORSE Maga¬ 
zine is mailed each month to all members of the 
Maryland Horse Breeders’ Association. Associate 
membership, non-voting, $2 per year. Breeder-Owner 
membership, voting, $10 per year. 

Single Copies : Single copies 20c. Back issues 25c. 
Special rates quoted upon quantities. 

Change of Address : Two weeks’ notice required for 
change of address. When ordering a change please 
give both new and old address. 

Republication Privileges : Permission to reprint ma¬ 
terial in The Maryland Horse is granted upon con¬ 
dition editorial credit is given by name to the Maga¬ 
zine or the Association. 

Field Secretary : Special attention is called to the 
office of the Field Secretary of the Maryland Horse 
Breeders’ Association which is held by Humphrey S. 
Finney who can be reached by mail or telegram at all 
times at One Dixie Drive, Towson, Maryland. 
Telephone Towson 630. Through the Field Secretary 
the facilities of The Maryland Horse Breeders’ Associa¬ 
tion are at your disposal to assist and aid you or any 
other member of the Association in any possible way. 

American Trainers’ Association'. The Maryland 
HORSE has been designated the official publication of 
the American Trainers’ Association. John M. Gaver. 
President; John A. Healy, Vice-President; Janon Fisher, 
Jr., Secretary-Treasurer. Information relative to the 
American Trainers’ Association appears regularly in 
each issue. 
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COUNTRY LIFE 

FAILM STALLIONS 


CRACK BRIGADE 

br. 1927, by Tight Brigade-Crack O’ Doom 
by Ultimus 

One of leading sires of Maryland. By special re¬ 
quest will stand at Mr. Crawford L. Twaddell’s Fair 
Acres Farm, Westtown, Penna. 

Fee: $200—and return 


AIRFLAME 

br. 1934, by Ariel-Flamante by Flamboyant 

AIRFLAME was one of the fastest sprinters of 
recent years, and first t« establish World Record of 
33 seconds for 3 furlongs and holder of three track 
records. His first crop—now weanlings—show real 
class and have good size and bone. 

Fee: $200—and return 


THREE COUSINS 
STOCK FARM STALLIONS 

ECONOMIC 

ch.h. 1929, by Infinite-Karelia by St. Henry. 
Stakes winner and prolific sire of winners. Mary¬ 
land’s proven male-line Domino sire. 

Fee: $200—and return 


PHARANOR 

b.h. 1937, *Pharamond II-Princess Nora by 
♦Spanish Prince II. 

A young horse of brilliant speed. A half-brother 
of stakes winner Bill Farnsworth. First crop—now 
yearlings—are very promising and good individuals. 

Fee: $200—and return 

9 

No responsibility for accident or disease. 
Approved mares only. 

Mares and young stock boarded under excellent con¬ 
ditions by month or year; Mares and Yearlings for 
sale at all times. Visitors always welcomed. 

Apply: Adolphe Pons 

P. O. Box 107 Bel Air, Maryland 

Phone Bel Air 670 
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HENRY A. PARR, III 

President, Maryland Jockey Club and J. R. A., Member of The Jockey Club, 
Director, Maryland Horse Breeders’ Association. 



Henry A. Parr III 

By Don Reed 


Back in March of 1942, the leaders of 
racing gathered in the Stevens Hotel in 
Chicago for the first such get-togther in 
the history of the turf, to discuss their mu¬ 
tual problems in view of the many unusual 
circumstances caused by the entrance of this 
country into war with the Axis powers. 

At this meeting practically all of the top 
names in racing were present. Alfred 
Vanderbilt, Matt Winn, Herbert Bayard 
Swope, Carleton Burke, Ben Lindheimer 
and a score of others made the headlines 
in pre-convention stories. 

Out of that meeting came the forma¬ 
tion of the Thoroughbred Racing Asso¬ 
ciation of the United States, Inc., now 
better known as the TRA. Also from that 
session came the Turf Committee of Amer¬ 
ica and the National Breeders’ Committee. 

John C. Clark, of Hialeah, was elected 
president of the TRA in Chicago and as 
vice-president, the group named Henry A. 
Parr, 3rd, then treasurer of Pimlico. 

Marylanders knew Parr well, for he not 
only was a regular attendant at racing in 
the State, but he was one of Vanderbilt’s 
constant companions, he had gone into 
Pimlico as treasurer at Vanderbilt’s request 
and he had raced horses following the death 
of his uncle, Ral Parr. 

But in the matter of national promi¬ 
nence, particularly in connection with the 
operation of race tracks, Parr was not near- 
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ly as big a figure as many of the others 
who attended that Chicago convention. 

However, in less than two years since 
that meeting in the Windy City, Parr has 
risen to the heights among the turf lead¬ 
ers and beyond any question of doubt, he 
must be credited as the outstanding devel¬ 
opment of the two-year period and the man 
who has done the most for Maryland racing 
over that same stretch of time. 

Not very long ago, Parr was elected to 
the presidency of the TRA. He took over 
the presidency of Pimlico in June, 1942, 
when Vanderbilt enlisted in the U. S. Navy 
and resigned from his post as head of the 
Maryland Jockey Club. 

Parr also is a member of the Turf Com¬ 
mittee of America, headed by Swope, and a 
few months ago, was elected to member¬ 
ship in The Jockey Club, bulwark of New 
York racing ever since the sport began and 
model for practically all other racing or¬ 
ganizations in the country. 

Thus it may be readily seen that Parr 
not only leads Maryland’s oldest turf or¬ 
ganization, the Maryland Jockey Club, but 
also has his finger on the pulse of every¬ 
thing else pertaining to the sport in all of 
the 22 States in which the game is legalized. 

As president of Pimlico he leads the way 
for the highest type of sport in his home 
territory. As president of TRA he takes 
over the post of guiding several score of 
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race tracks through a hazardous war period 
and into the post-war era which may de¬ 
velop as many, or more, problems than the 
war itself. 

His membership in the Turf Commit¬ 
tee of America means devoting his time 
and energy to raising of funds for various 
war charities, a task at which the Commit¬ 
tee already has far surpassed the most opti¬ 
mistic predictions made in Chicago. 

And as a member of The Jockey Club, 
he’ll have a voice in matters pertaining to 
the turf in New York, where echoes of all 
decisions are heard from every spot where 
horses meet in tests of speed and endurance. 

Parr, incidentally, is taking all the hon¬ 
ors which have been bestowed upon him 
by racing, quite in stride. He’s still the 
same affable fellow he was before he took 
over the treasurer’s job at Pimlico and 
while he doesn’t have as much time to de¬ 
vote to things as he’d like, he manages very 
well to keep his turf, business and social 
activities moving on a steady schedule, and 
it is seldom indeed that he is unable to find 
a moment or two for a chat, especially if the 
subject is racing. 

Over a long span of years, the Parrs and 
Maryland racing have been as closely asso¬ 
ciated as Morgenthau and income taxes. 
Naturally, Ral Parr’s name appeared in the 
public prints most frequently because he 
raced good horses and belonged to The 
Jockey Club and because he owned the 
1920 Kentucky Derby winner, Paul Jones. 

But all the others in the Parr family 
liked the sport and whenever it was possible 
they were on hand, not only to cheer for 
Ral’s entries, but to thoroughly enjoy the 
contests among other owners, whether they 
were on the flat or over the jumps. 

So Henry A. Parr, 3rd, who is "Harry” 
to most of his racing acquaintances, comes 
into the turf picture with a background 
hard to beat. 

Even in his marriage there was a racing 
background, for Mrs. Parr is the former 
Mary Lawrason Riggs, daughter of T. 
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Dudley Riggs, of the Riggs family so long 
identified with Pimlico and for which the 
famed Riggs Handicap is offered each 
season. 

The Parrs have two sons who are learn¬ 
ing at an early age to ride, and it will not 
be at all surprising if they come along some 
day in the future to step into the shoes of 
their capable father in handling some of the 
turf’s higher positions. 

Harry lays some claim to fame as a 
golfer, having won the Maryland State 
championship in 1931, when he defeated 
Tom Cole. On another occasion, when 
scheduled to meet W. W. Symington for 
the Elkridge championship, Parr arranged 
to start the title match at sunrise so he’d be 
able to catch a train for New York and see 
the running of the Suburban Handicap in 
the afternoon. 

Of course the fact that Ral Parr’s Her 
Grace was one of the contestants in that 
particular Suburban may have had some¬ 
thing to do with Harry’s desire to be on 
hand. It would be nice to report that Her 
Grace won the 1931 Suburban, but truth 
forces the admission that she ran third be¬ 
hind Mokatam and Questionnaire as they 
ran the mile and a quarter in the excellent 
time of 2.02-2/5. 

Getting back to the TRA and Parr, the 
new president enters his regime quietly con¬ 
fident. He realizes that much of the work 
done, and to be done, by these associations 
of race track managements, must of neces¬ 
sity go unpublicized. 

But Parr believes very firmly that the 
TRA can and will accomplish much for all 
of racing in the next few years. He is 
rather proud of what it has done so far 
and hints the surface has only been dented. 

’When race track managers, all the offi¬ 
cials and even the stockholders, get a true 
picture of what TRA wants and is trying 
to do for racing, I don’t believe there’ll 
be a single dissenting vote,” is the way 
Parr sums up the prospects for TRA and 
the game it represents. 

The Maryland Horse 


Annual Meeting of The Associa¬ 
tion of Maryland Horse Shows 

The eighth annual General Meeting of 
the Association of Maryland Horse Shows 
was held on Friday, January the seventh, at 
the Belvedere Hotel. It was conducted by 
the Association’s Secretary, Mr. Hugo Hoff¬ 
mann, in the absence of the President, Mr. 
D. Sterett Gittings, and the Vice-President, 
Lt. Henry Dentry. Mr. Hoffmann opened 
the meeting by reading the minutes of the 
last General Meeting held in July, and they 
were duly voted on and passed. A very 
satisfactory treasurer’s report was presented 
by Mrs. W. Graham Boyce, and we are 
happy to say that the Association is still in 
the black. 

Mr. Hoffmann then had a very sad duty 
to perform in the reading of a letter from 
our beloved President, Mr. Gittings, in 
which he said that due to ill health he was 
forced to abandon all business and social 
affairs, and that he must therefore give up 
the Presidency of the Association of Mary¬ 
land Horse Shows. Mr. Hoffmann recom¬ 
mended to the membership that Mr. Git¬ 
tings be made Honorary President for life, 
and an automatic member of all commit¬ 
tees. This motion was voted upon and 
unanimously passed. The Association re¬ 
grets that Mr. Gittings feels he must cease 
to take any further part in their activities. 
For the past eight years he has been a con¬ 
stant source of inspiration to all, and his 
tireless efforts in the furthering of interest 
in horses and horsemanship are well 
known. We sincerely hope that he will 
regain his health in the near future, and 
once more be able to resume his work with 
us. 

Several very important points which had 
been drawn up by the Board of Directors, 
were read and thrown open to discussion. 
The more important ones are herewith 
listed: 

1. That each show in the Association in¬ 
clude in their prize lists a Hunter and 
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Jumper division, with points counting at 
the end of the year towards suitable trophies 
for Champion Jumper and Reserve and 
Champion Hunter and Reserve. It is felt 
that too many good hunters are asked to go 
in Open Jumping classes simply to gain 
points for the Championship now being of¬ 
fered, and this is a step to try to eliminate 
this practice. 

2. That all shows include a class known 
as a Hunter Class, open to horses ridden 
by their bona fide owners. This class is to 
be shown over three and a half foot jumps, 
and judged 60 per cent performance, and 
40 per cent suitability, manners and way of 
going. 

There was a good deal of discussion as 
to whether the points in this class ought to 
count in the final analysis, as it is limited to 
a certain extent, and so it was decided to 
give it to the Board for further discussion. 

3. That all children showing in lead rein 
classes be automatically barred from show¬ 
ing in any other classes in any given show. 

4. That rule seven in the D. Sterett Git¬ 
tings Class, which reads as follows: "Con¬ 
testants to ride over eight jumps not over 
three feet high, ponies to jump according 
to size,’’ be changed and eliminate the 
phrase "ponies jump according to size.” 

It is felt that anyone able to win in the 
Gittings class ought to be able to jump the 
full three feet. This is not meant in any 
way to discourage our young riders; but is 
simply more of a goal for them to strive for. 

5. That the Directors be increased from 
five to seven, and to do away with the post 
of recorder of points, and publicity man¬ 
ager. 

6. That all member shows must supply 
the Association of Maryland Horse Shows 
rule book to their judges. A prize list must 
be sent to the Secretary of the Association 
before each show, and a marked program 
within seven days of the close of the show. 

7. That all ages of horses and riders must 
be their actual age as to the official closing 
of the entries, of the particular show in 
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which they are entering. 

8. That the following be added to all 
Prize Lists: "No additional classes may be 
added to any show unless all contestants 
have been notified in writing at least forty- 
eight hours before said show.” It was sug¬ 
gested by several people that forty-eight 
hours was not enough time, and the Board 
of Directors has promised to give this their 
consideration. 

9. That all member shows must have 
recognized judges, which are divided into 
three groups, as follows: 

Senior—Any person over twenty-one 
years of age, professional or amateur, who 
has presided at five or more recognized 
shows either by AMHS or AHSA in a given 
division. 

Junior—Any person, professional or 
amateur, who has judged in the company 
of a Senior judge at three or more recog¬ 
nized shows. 

Special Judges—Any person profes¬ 
sional or amateur, to judge for a particular 
show only, in a given division, and who 
may not apply or officiate at any other show 
for the duration of that particular season. 
Unless they subsequently qualify as Senior 
or Junior Judge. 

10. That full point value be given each 
horse or pony in pair and hunt team classes. 

11. That the present annual dues of one 
dollar a year be changed as follows: 

Junior members, under 18—$1.00 

Senior members, 18 and over—$3.00 

Participating show membership— 

$ 20.00 

Show membership, if show is called off 

—$ 10.00 

After these many points were brought up 
and discussed the slate was read for the 
1944 officers and committee, and it was 
duly voted upon and passed. The officers 
and committee are as follows: 

Honorary President—D. Sterett Gittings 

President—Hugo R. Hoffmann 

Vice-President—Henry A. Dentry 
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Secretary—Edward T. Lee 

Treasurer—Mrs. W. Graham Boyce 

The Directors: Roland B. Smith, H. O. 
Firor, William A. Sehlhorst, Henry L. 
Straus, S. Bryce Wing, Gordon M. F. 
Stick, John T. Sadler, Hugo R. Hoffmann, 
Henry A. Dentry, Mrs. W. Graham Boyce, 
and Edward T. Lee. 

The Governors: H. O. Firor, William 
A. Sehlhorst, W. D. Akehurst, Gordon M. 
F. Stick, and Dr. C. Howard Scheid. 

We wish to compliment Mr. Hoffmann 
on his election, and feel sure that his unfail¬ 
ing interest and energy in the past will only 
be redoubled in his new capacity as Presi¬ 
dent. Unfortunately, our vice-president is 
off on more important duties at the mo¬ 
ment. Everyone knows of the untiring ef¬ 
fort of Mrs. Boyce in her perennial job as 
treasurer, and we are to be congratulated 
that she has been persuaded to accept this 
post for another year. After the business of 
the evening had been settled, the very happy 
duty of presenting the Championship 
awards was performed by Mrs. Boyce and 
Mr. Hoffmann. 

Dr. and Mrs. Edel accepted the beautiful 
silver bowl, which was awarded to Grey 
Simon, as Champion Hunter of the State of 
Maryland in nineteen forty-three. Pat 
Firor was presented a smaller copy for the 
Reserve-Champion, Cherry Bounce. Hugh 
Wiley, for Chit Chat’s Pony Championship, 
won a lovely silver tea pot that was copied 
from a sugar bowl and cream pitcher which 
he had, so he is all ready to set up house¬ 
keeping. Young H. O. Firor stepped up for 
Prince’s Reserve - Championship Pony 
award, which was a smaller edition of the 
Horse Championship bowl. The D. Sterett 
Gittings trophy was not presented at this 
meeting, as it had already been given to the 
winner, Hugh Wiley, at the finals of the 
class held last Fall at Mrs. Boyce’s Bacon 
Hall Farm. Movies of the Gittings finals 
were shown just before the close of this, the 
first meeting in 1944 of the Association of 
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Maryland Horse Shows. The Association 
has grown a lot in its eight years of ex¬ 
istence, and has done much to foster and 
encourage the breeding and showing of 
good horses in Maryland. 

"FILLY.” 

• 

D. Sterett Gittings Horsemanship 
Finals—1943 

The Finals of the D. Sterett Gittings 
Horsemanship Class for 1943 were held on 
Saturday October the thirtieth at Bacon 
Hall Farm, the estate of Mrs. W. Graham 
Boyce. Promptly at eleven o’clock the 
finalists were assembled before the judges, 
Mrs. Lee Richardson Jones of Baltimore, 
and Major Steven Brogden, U.S.A. 

The course this year was a little different 
from previous years, and included two 
regular show ring jumps in the ring, the 
remainder being over an outside course 
laid out over rolling country. There were 
various types of fences to negotiate, but the 
one that seemed to give the young riders 
the most trouble, and to show up their 
horsemanship, was the fifth fence. In judg¬ 
ing this class, as so much stress is laid in 
guidance and control of the mount through¬ 
out the course, this obstacle was a good one. 
It was laid out in the shape of an L, and it 
was a real job to keep a horse from either 
circling or running out over the second 
part of the L. At this fence both Hugh 
Wiley and Taylor Cook did excellent jobs 
on their first rides, and Hugh did a par¬ 
ticularity good job his second round on War 
Crem. 

According to the judges one of the most 
noticeable faults in general was uneven¬ 
ness in pace. It makes little difference 
whether the pace is fast or slow in a horse¬ 
manship class, as long as it isn’t too much 
one way or the other. Unevenness in pace, 
however, is a great fault. Many of the 
young riders galloped over the outside 
course, and then walked or jogged through 
the ring, sometimes sitting in a very sloppy 
way, and making it necessary to gather 
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themselves and their ponies together before 
jumping out of the ring again. 

Everyone was very careful going at the 
down hill log jump, and none of the horses 
or ponies seemed to mind the white bags 
spread out between the third and fourth 
fences, much to our surprise. 

As a whole all of the contestants did very 
well, and some mention should be made 
of little Betty Stettinius, second-round ride 
on Blue Eagle. Everyone agreed that it was 
the best ride she had ever given any horse. 

Only two riders came to grief, but not 
seriously. Arle Perrys’ Double Solitaire 
tried to jump out of the ring over the snow 
fence, which was a good four and a half 
feet. He didn’t succeed in getting com¬ 
pletely over, but he certainty did scatter the 
crowd quickly. Arle, fortunately was not 
hurt. 

Little Buddy Diederman fell at the sec- 
ond fence in the ring. He had already had 
enough bad luck for one day, as he and his 
family and the pony got lost on the way up, 
and arrived just as the finals of the class 
were being judged. 





Mershon 


Hugh Wiley, winner Gittings Trophy, 1943. 

Page 9 




The two judges were unanimous in their 
choice of the Champion Hugh Wiley, and 
the Reserve-champion Taylor Cook. Hugh, 
who has always been a good boy on a horse, 
has had his few weak spots tightened up 
since he has been at McDonogh. The Mc- 
Donogh School should be complimented 
on turning out a finished rider like Taylor 
Cook. Both Mrs. Jones and Major Brogden 
said that it was a very close decision, and 
they agreed that the two winners were out¬ 
standing in the field. 

We feel that the D. Sterett Gittings 
Classes have done a great deal in enormous¬ 
ly improving the horsemanship of the 
children of Maryland, and we want to 
commend the winners, and encourage 
those who didn’t win to go on and do big¬ 
ger and better things next year. 

"FILLY." 

Marylanders In Racing 

By Don Reed 

While Maryland racing always has rank¬ 
ed high in the nation, seldom has this State 
been so well represented in high places in 
the sport as is the case at the present. 

Most recent honor to come to Mary¬ 
land was the election of Henry A. Parr, 
3rd, as president of the Thoroughbred 
Racing Associations of the United States, 
Inc. More details of Mr. Parr and the TRA 
will be found in another story in this issue 
of The Maryland Horse. 

Parr, also a member of The Jockey Club 
and one of the group of racing leaders 
known as the Turf Committee of America, 
thus has three important positions outside 
the realm which is his at Pimlico, where in 
1942 he succeeded Alfred Vanderbilt as 
president of the Maryland Jockey Club. 

But Parr is not the only Marylander who 
is making his presence felt in racing affairs 
these days. Janon Fisher, Jr., has been 
honored with the presidency of the Na¬ 
tional Thoroughbred Breeders Committee 
and thus a Free State breeder heads a most 
important group of personages. 
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Trainer B. A. Jones receiving trophy of 
Maryland-Potomac Hdcp., won by Son of 
Peace, from J. P. Rose of Havre de Grace 
and G. L. Stryker of Laurel. 


Pimlico Photo 



In the American Trainers’ Association, 
Fisher holds the position of secretary and in 
the president’s chair sits John M. Gaver, 
who hails from Frederick, Md., so that the 
Old Liners have two of the most important 
jobs with the thousands of men who con¬ 
dition the horses which furnish the sport 
for the entire country. 

Still another Maryland figure of promi¬ 
nence is H. L. Straus, owner and breeder, 
whose farm lies near Reisterstown. Straus, 
who first came into public notice in racing 
with his totalisator, now almost universally 
in use, is president of Tropical Park, one of 
Florida’s two major courses. 

Through men like Dr. D. Philip Mac- 
Guire, Walter Travers and Luke O’Brien, 
who are connected with both Laurel in 
Maryland and Empire City in New York, 
the Free State has a strong link binding it 
with the turf in the Empire State. The 
same holds true with Edward Burke, who 
maintains a residence near his Havre de 
Grace track and who is interested in sev¬ 
eral of the New York racing plants. 

Close relationship has been and is being 
maintained between Maryland and Dela¬ 
ware, due in large measure to the efforts of 
William duPont, Jr., whose race track 
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dream developed into Delaware Park. At 
Fair Hill in Maryland, duPont maintains a 
magnificent layout over which the Fox- 
catcher Grand National Cup is contested 
each season. 

Maryland’s influence on the turf extends 
even into Canada where Joseph A. Farrell, 
general manager of Bowie and Marlboro in 
this section, also is general manager of the 
Thorncliffe association in Toronto, moving 
there twice a year to conduct meetings. 

Maryland’s position after the end of 
World War II may be even stronger for it 
is the belief of a good many well-informed 
followers of the turf, that Alfred Vander¬ 
bilt will then take over the reins at Belmont 
Park, one more giving a State man a strong 
voice in the conduct of New York s brand 
of sport. 

From the Old Line state other ambassa¬ 
dors of good will and friendship toward 
other race tracks include such prominent 
officials as George Brown, Jr., Donald Hay, 
John P. Turner, Sr., Mort Mahony, William 
L. Harron and Herman Conkling. 

Few states can boast an aggregation of 
talent of this calibre, spread over as wide a 
field—and Maryland may well be proud 
of the showing made in recent years by its 
favorite sons. 
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Mrs. Graham Veale presents Janney Trophy, 
won by Quien Es, to Trainer Jones. 
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Percheron Sale Plans 

Plans for the Seventh Annual Sale of 
registered percherons by the Percheron 
Association of Frederick County are com¬ 
ing along in fine shape. Four registered 
stallions, twenty-six registered mares, and 
fifteen well matched grade mares and geld¬ 
ings have been consigned. As in past years, 
the horses will be in good practical condi¬ 
tion, and each animal sold will be "strictly 
as represented.” 

Consignors to the sale from members of 
the Frederick County Percheron Associa¬ 
tion are as follows: 

Harry Swomley—four young registered 
mares; E. M. Derr—two young registered 
mares; Tyrconnell Farms — three mares 
and one 2 year old stallion; Naomi and 
Mastin Long—two mares; William Pow¬ 
ell—one mare; L. C. Powell—a good stal¬ 
lion "Brilliant IV”; James Page—one mare 
and one stallion; John Crum—one mare; 
Richard Ramsburg—three grade mares and 
one gelding; Doty Ramsburg—one regist¬ 
ered mare, one grade mare and one gelding; 
Stine Brothers — one gelding; Monocacy 
Farms—three registered mares, the stallion 
"Benefactor,” four grade mares, and four 
geldings. 

From outside the County: 

Messrs. Wolfinger & Streaker are each 
consigning—two registered mares; Ernest 
Bell, of Mt. Ephraim, N. J.—five registered 
mares and one gelding; and Mr. Sawyer, of 
Princeton, N. J.—one registered mare. 

At this time of the year the demand for 
such animals always looks quite bleak, but 
for many years consignors have found that 
by the time Spring comes around the de¬ 
mand for good work and brood stock in 
practical working condition is always very 
good. 

Those desiring catalogues for the sale 
should write Henry Shoemaker, Secretary, 
Frederick, Maryland. 
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Incorporated 1934 


President John M. Gaver, Red Bank, N. J. 
Vice-President John A. Healey, Glyndon, Md. 
Secretary-T reasurer 

Janon Fisher, Jr., Eccleston, Md. 

DIRECTORS 

Preston M. Burch, Garden City, New 
York; Edward A. Christmas, Laurel, Md.; 
James E. Fitzsimmons, Brooklyn, N. Y.; H. 
Granger Gaither, Westbury, L. I., N. Y.; John 
M. Gaver, Red Bank, N. J.; John A. Healey, 
Cockeysville, Md.; Richard A. Johnson, Laurel, 
Md.; John Paul Jones, Charlottesville, Va.; 
Wilbert F. Mulholland, Chestnut Hill, Pa. 

OWNERS' ADVISORY COMMITTEE 

William L. Brann, John C. Clark, William 
duPont, Jr., John D. Hertz, Charles S. How¬ 
ard, Lt. Col. Deering Howe, Capt. Harry W. 
Lunger, Capt. Paul Mellon, Edward S. Moore, 
Crispin Oglebay, Donald P. Ross, and Warren 
Wright. 

Post Office Address 

Post Office Box 6702—Towson, Maryland 


Supplementary Horse Feeds 

In these times when it is so difficult to 
get good grain and hay for horses it is more 
necessary than ever that the thoughtful 
breeder and trainer supplement the ordi¬ 
nary diet of oats and bran. 

Most breeders will admit that the best 
foals are produced by mares with the most 
milk. Therefore it follows that it is good 
management for a breeder to stimulate the 
flow of milk from his broodmares. This 
can be done in only one way—better feed¬ 
ing. With dairy cows it has been found that 
protein supplements and balanced rations 
are absolutely necessary if one expects a 
cow to make a good record. So is it not log- 
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ical to assume that the same holds true for 
horses? As a matter of fact this has been 
proven true; and it will be found that stud 
grooms who have fed protein supplements 
and milk producing mixtures in the past 
always want them at this time of year, if 
at no other. One of the best of these mix¬ 
tures is "King’s Best” Broodmare Feed, 
mixed in Baltimore and advertised else¬ 
where in this issue. It is a supplementary 
feed, highly tried for years in Maryland 
and we can recommend it as able to double 
the milk flow of any mare, if properly used. 
Take this as a seasonal warning and use it 
now. 

When this feed was first compounded it 
was intended only for broodmares, but one 
well known trainer tried it on a horse which 
was out of condition with such good re¬ 
sults that now many trainers include this 
feed in the diet of their horses in training. 

Visitor From Santo Domingo 

An interested visitor to Maryland breed¬ 
ing farms is Manuel A. de Moya, represen¬ 
tative of President Rafael L. Trujillo of 
the Dominican Republic. He is in this 
country in quest of Thoroughbreds for 
shipment to Trujillo City, in the West In¬ 
dies island, where racing will be inaugurat¬ 
ed in February of this year. 

Acting in an advisory capacity to de 
Moya is Edward J. Brennan, widely 
known racing secretary, recommended by 
the Maryland Horse Breeders’ Association 
as one who could ably organize their racing 
setup. Brennan recently returned from 
a tour of inspection of the island plant 
and expressed satisfaction with com¬ 
pleteness of the layout. He may accept the 
position of Director of Racing, and, under 
his supervision the sport would be conduct¬ 
ed in American fashion. It is the intention 
of President Trujillo, sponsor of the ven¬ 
ture, to firmly establish racing in his coun¬ 
try. At present a minimum of Thorough¬ 
bred stock is on the island. However, it is 
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being augumented by de Moya’s purchases 
and later acquisitions. And, as racing is en¬ 
trenched it is planned to institute breed¬ 
ing. 

According to de Moya the Trujillo City 
track is five furlongs in circumference and 
a composition of loam and sand. The 
grandstand is a small scale reproduction of 
the Suffolk Downs stand. As yet no decis¬ 
ion has been reached regarding the number 
of days to constitute the forthcoming sea¬ 
son and whether the sport will only be con¬ 
ducted on certain occasions weekly. 


Free-Lance Jockeys 


When we announced, in September, 
that the "test-case” brought up in Illinois 
relative to Social Security payemnts for 
free-lance jockeys had been decided 
agamst the Government (represented by 
the Collector of Internal Revenue), some 
comment was heard that this interpreta¬ 
tion of the law ivould hold good only in 
Illinois and that similar "test cases” would 
probably have to be brought up in each 
"racing area.” 

The following letter from Mr. Crafton 
should allay such fears and shame such 
pessimism. To owners and trainers this is 
the righting of an unjust ruling. Too much 
credit cannot be given Mr. John E. Hughes 
for his presentation of the case, nor to Air. 
Fredric Crafton who has followed this 
thing indefatigably to its end — to these 
gentlemen our thanks. 


Janon Fisher, Jr., Secy-Treas., 

American Trainers Assn., 

Towson, Maryland. 

Dear Mr. Fisher: 

As of December 1, the Federal Govern¬ 
ment notified Mr. Hughes that they decided 
not to appeal test case relative Social Secur¬ 
ity on free-lance jockeys, but to acquiesce 
therein. Under this ruling also, they are 
not subject to withholding on Victory 
Taxes. 
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Edward J. Brennan, probable Director of 
Racing, Dominican Republic, winter 1944. 


Fleischer 



Mr. Hughes has advised me that he will 
be glad to file claims for refund for any of 
your members sending place, date and 
amounts paid. 

Again thanking you and your organ¬ 
ization for the valuable assistance in ob¬ 
taining this favorable verdict for all horse¬ 
men. With best regards, etc. 

Sincerely, 

Frederic Crafton. 

The Prince Pretender 

By Nothing Gained 

Its been a long time since Marylanders 
have had a homebred to ''brag about.” But, 
in spite of incurring charges of premature 
judgment, it seems that just about as good 
a prospective "bragging horse” as has come 
along hereabouts in recent years has turned 
up in Mrs. Harry J. Mohr’s Royal Prince. 
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"Reds,” as Royal Prince is called by 
those around the stable, his owner and 
trainer, Mrs. Mohr’s son, George, pro¬ 
jected himself to the forefront among last- 
year’s two-year-olds with victory in the 
Eastern Shore Handicap and a subsequent 
placing to Platter in the Walden Stakes. 
These endeavors came late in the season. 
But, they were sufficiently impressive to 
focus attention on the colt. In fact so quick¬ 
ly did he gain a reputation that natives in¬ 
stituted a ballyhoo intended to drown out 
cries on the part of supporters for this or 
that colt for bestowal of the leading two- 
year-old title. But, that honor was not to 
belong to our hero. However, he has a 
rightful claim to being prince pretender to 
the three-year-old crown. 

Not since Challedon burst upon the rac¬ 
ing scene with a display of qualifications 
that were the forerunner of his superority 
as a performer has a Maryland-bred lent 
credence to the opinion that another good 
horse has come out of this State. Royal 
Prince seems to have those requirements. 
Anyhow, he is going to have every chance 
to prove himself worthy. The Kentucky 
Derby and Preakness Stakes are contem¬ 
plated for just such purposes. He is named 
for the former but would have to be a sup¬ 
plementary entry for the Preakness. He 
will be, too, if he fulfills expectations. 

There is quite a "tale” to Royal Prince. 
A well put together chestnut, standing 16.2 
hands tall, deep chested and on the growthy 
type, he is a member of stallion Dauber’s 
first crop. The same Dauber, owned in 
partnership by E. E. Fogelson and Lt. (j.g.) 
A. G. Vanderbilt, U.S.N., who splashed his 
way to a Preakness score in 1938 and in 
much the same way his son splashed to vic¬ 
tory in the Eastern Shore. Whereas his 
sire succeeded in making his presence felt, 
"Reds’ ”dam, Princess Teddy, a daughter 
of the obscure Royal Ford, never raced. A 
grey mare she was acquired by Fogelson 
when that Texan was building a racing 
stable made up entirely of grey horses. 
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Somehow or other Princess Teddy never 
got to the races and eventually found her 
way to Sagamore Farm where, with a few 
other matrons, Fogelson conducted breed¬ 
ing operations. So it was that on May 22 
of 1941 Princess Teddy dropped to the 
cover of Dauber her first foal. Not par¬ 
ticularly inclined to motherly conduct it 
was necessary to take the youngster from 
the mare’s side after the third day and raise 
him on a bottle. For a "bottle baby he did 
very well. 

As "Reds” sprouted things began to 
happen. War clouds gathered and on De¬ 
cember 7 this country was plunged into 
the conflict. Racing, to say nothing of 
breeding, found itself in a precarious posi- 
tion.Yearling Sales in the Summer of 1942 
showed just where breeding stood. And, it 
was not a stable position. Breeders 
throughout the nation became apprehen¬ 
sive to put it mildly. Fogleson, as was the 
case with others, decided to cut do^vn on 
stock. He therefore informed his manage¬ 
ment that the four Dauber foals at Saga¬ 
more were to be sold. The announcement 
that they were for sale brought forth a few 
inquiries and one of these was from George 
Mohr, acting for his mother. It was not, 
however, until 1943 had become a reality 
that young Mohr decided to buy them. 
The day he picked to consummate the sale 
was January 11th, the day after racing 
ceased at Tropical Park due to travelling 
restrictions. In spite of this turn of events, 
disappointing as it was, Mohr took his 
chance—and as it turned out, won. 

Royal Prince and the others purchased 
came under Mohr’s supervision "green as 
grass.” Unbroken as they were they show¬ 
ed an aptitude, particularly "Reds,” that 
encouraged their trainer. Deciding against 
starting our hero during Pimlico’s Spring 
he and others were shipped to Suffolk 
Downs and at that Boston track the chest¬ 
nut made his debut May 28. He did not 
show to advantage, finishing fifth in a five 
furlongs dash won by Director J.E. who, 
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incidentally, was to plague him no end. He 
made one more start at the Down East 
course and then converged on Garden State 
Park at Camden, New Jersey. After racing 
"evenly” in his initial outing there he com¬ 
peted in the $5,000 William Penn but 
could finish no better than fourth behind 
the winning Dance Team, Tropea and 
Spook Ship. 

His sixth start proved successful. A 
maiden race at special weights and on the 
afternoon of August 14 was the occasion. 
Breaking alertly he quickly took command 
and won by two lengths, covering the six 
furlongs in 1:13 1/5 over a fast track 
(track record 1:10 1/5). My all was sec¬ 
ond and Global third. A subsequent essay 
resulted in a third as 3-10 favorite, the 
winner being Countess Wise with Blue 
Cyprus third. A succession of later starts 
brought no triumphs but showed that the 
colt had something. Shipped to Pimlico he 
made his bow on home grounds in the 
Richard Johnson Stakes, October 13, and 
although beaten gave a good account of 
himself and finished second two lengths be¬ 
hind Director J.E. with By Jimminy third. 
Time for the three quarters of a mile $5,000 
added affair was 1:13 2/5 over a fast but 
deep track. In his next outing he was forced 
to take up sharply at the start when the ulti¬ 
mate winner, Greentree Stable s Stir Up, 
came over hard. Nevertheless "Reds” got 
moving towards the last and made up 
ground on the outside to be third behind 
Bull Weed. 

All this, however, was merely a pro¬ 
logue. "Reds’ ” day of days, insofar as his 
two-year-old season was concerned, came 
on October 28 in the Eastern Shore Handi¬ 
cap. A fixed feature at Havre de Grace 
this six furlongs $10,000 added stake was 
offered in 1943 under the auspices of the 
combined Havre de Grace, Laurel, Bowie 
and Pimlico meeting at the home grounds 
of the Maryland Jockey Club because of 
travel difficulties. Favoritism for the test 
was enjoyed by the entry of Dance Team 
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and Mrs. Ames from the Longchamps 
Stable of Henry Lustig. Both had father 
impressive records. Another well regarded 
candidate was Lazy F Ranch’s highweight- 
ed Cocopet, under 122 pounds. She had 
defeated Mrs. Ames earlier in the year and 
had also downed Rodney Stone and other 
likely juveniles. It was therefore not sur¬ 
prising that Royal Prince was neglected. 

Under conditions of the race Royal 
Prince carried 114 pounds. Aligned against 
him were Cocopet, 122; Dance Team, and 
Director J.E., both at 120; Mrs. Ames, 119; 
Allorter, 117; Countess Wise, 113; Bold 
Anna, 112; Plasma, 109 and Civil Liberty, 
101 pounds. All in all it was a well bal¬ 
anced field with prospects for a wide open 
battle for honors. 

Over a very sloppy track the group gath¬ 
ered at the start and with the break Dance 
Team and Director J.E. rushed forward. 
Civil Liberty, Countess Wise and Cocopet 
followed and Royal Prince, under a steady¬ 
ing action, ran in the middle of the pack. 
After reaching contention from between 
horses he swung to the outside and wore 
down Director J.E. on the upper turn. Once 
in the van he raced to a clean cut verdict 
splashing through the slop with four 
lengths to spare in covering the six fur¬ 
longs in 1:14 3/5. 

Royal Prince’s accomplishments again 
proved what a good horse can possibly do 
for the sport. For, George Mohr, is now 
looking ahead to this season s campaign 
with confidence in his charge and, further 
ahead, to the time when Reds will be 
placed at stud. And, thereby bring about 
another conversion to breeding ranks. 

A particularly striking individual, Royal 
Prince is definitely the growthy type and 
predominantly a Dauber. His neck and 
thick chest are distinctly sire assets and his 
hind quarters imply possession of the driv¬ 
ing power necessary for any horse that is 
to compete with the best. All in all, though, 
he is a prospective "bragging horse” for 
Marylanders. 
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Mail Bag 

Dec. 14, 1943. 

Mr. Editor: 

This is to let you know my "Maryland 
Horse” magazine has finally caught up 
with me. I have enjoyed reading every page 
of it, too. Since leaving the States 1 have 
been to New Caledonia, New Hebrides, 
also Guadalcanal. But I can’t tell you 
where I am now, tho when I come back 
I will tell you about all the places I have 
seen. A lad from New Zealand gave me 
some newspapers a few days ago which 
were full of racing news from that part of 
the country. I thought you might like to 
know about some of the important races 
run in that part of the world 

So here goes. The New Zealand Grand 
National Steeplechase was won by Anglo 
French. His stablemate Noko, was sec¬ 
ond. The Enfield Steeplechase was won by 
True Range, also from the Hazlett’s 
stable, which owns Anglo French and 
Noko. The New Zealand Cup, which is 
a two-mile flat race and worth three thou¬ 
sand pounds, was won this year by a filly 
named Classform. She is by Inflation, 
out of Spearform by Greyspear. She is 
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Shut Out, winner of Pimlico Special and 
Laurel Stakes, 1943 . 
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owned by C. W. Boyd, and was ridden by 
M. Andrews. 

She won by a head over Representa¬ 
tive, who was a head in front of Don 
Quex, who was a neck over Palfrey. 

The New Zealand Derby 1X' miles, was 
won by Tara King, by Beau Pere, out 
of Zarene. The Wellington Guineas was 
also won by Tara King. 

Remember the great Phar Lap? Well, 
his dam Entreaty, died last August after 
foaling to Nightmarch. The sire of Phar 
Lap, Night Raid, died in September. By 
the way, Nightmarch is by Night Raid. 

Well, before I close I might as well tell 
you who won the Melbourne Cup, too. 
Dark Felt, a six-year-old, carrying 135 
lbs., won by three lengths over Counsel, 
who was a neck in front of Claudette. 
The time for the two miles 3.2314- The first 
mile was run in 1.4214 and the second mile 
in 1.41. 

Precept, who won the Australian Der¬ 
by this year, was fourth in the Melbourne 
Cup. 

I could write about many more high- 
class horses on this side of the world. But 
I am afraid you might have the results be¬ 
fore this. Please note I have a new A. P. O. 
now. Anxiously awaiting for the latest 
Maryland Horse," and hoping to see 
you when I return, best wishes for a Happy 
New Year. 

Sincerely, 

Sgt. Ernest F. Mudge. 

Small Owner 

(Reprinted from Turf and Sport Digest ) 

By Hal Matt 

This is a story of Values, those strange 
intangible things we take for granted until 
suddenly we are forced to probe deep down 
within our souls and take stock. 

The particular problem which faced me, 
and which confronts anyone contemplating 
the "racing game” as a living, was that of 
continuing to act the part of a sane, sober 
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citizen content to rotate in my small orbit, 
or of buying myself a couple of nimble 
Thoroughbreds and travelling around the 
country, gypsy fashion. Anyone with red 
blood in their veins would likely do the 
same under the circumstances as I did, (to 
the despair of family and friends) and be¬ 
come a small owner. 

Everyone feels more or less vaguely that 
there is a fortune to be made in racing 
horses. Every small horse owner finds out, 
sooner or later that far from being an easy 
way to retire, it takes sound management 
and keen business instinct to make a go of 
it. Nowadays most of the owners and their 
associates are men who have been success¬ 
ful in some other field. Racing has become 
big business—handling millions of dollars 
daily, and employing hundred of persons. It 
requires just as much planning and organi¬ 
zation as a large store, or financial institu¬ 
tion. 

A group of highly-trained Thorough¬ 
breds, flaunting beautifully colored silks, 
streaking down a perfectly manicured race 
track represents the planning, sweat and 
tears of weeks, months, yes—perhaps of 
years, by cautious, hard-boiled trainers and 
owners who are trying to achieve success 
like any other business man. Of course in 
contrast to the every day routine of staid 
business you get a very pleasant sensation of 
glorious satisfaction as the roar of a mighty 
crowd reaches your ears when your silks 
come pounding down the track to win a 
'name” race for you, and you and your 
horse temporarily become the toast of the 
racing world, and the envy of the country. 

On the other hand there’s all the dis¬ 
appointment of competitive struggle. There 
are the times when all of the luck of racing 
seems to go against you, coupled with the 
intense heartbreak that a couple of cripples 
in the barn will cause—and I mean heart¬ 
break. Horses are not machines; they are 
living, breathing individuals who’ll run 
their hearts out for an owner they like, 
regardless of possible injury. They get un- 
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der your skin to such an extent that until 
you’ve owned a Thoroughbred you just 
can’t realize how dear they can become. 
They are just like one of the family. 

How then can a small owner begin to 
compete against the larger perhaps better 
organized stables whose big-name trainers 
and horses, sift the entry lists and try for all 
the larger plums? 

The new owner must first learn to buy 
his racing stock right, and then to handle 
them right. Experience is a great teacher, 
but sometimes a hard taskmaster. The new 
owner would do well to heed the advice 
of some trainer who has come up the hard 
way. The man he chooses may not be some¬ 
one drawing a princely stipend from some 
movie magnate who has poured millions 
into a racing stable. He may be a small 
owner himself, but just so long as he is a 
success he can teach newcomers some¬ 
thing. 

So he buys his stock, and learns that the 
first axiom of horse racing is patience. He 
learns also, however, that once his horse is 
spotted correctly that fortune usually fa¬ 
vors the brave. He learns that horse sense is 
not the vested right of the larger stable. A 
small owner with a good colt can sometimes 
run rings around the larger stable when it 
comes to net results, because he has the ad¬ 
vantage of not having heavy weekly feed 
accounts, and of not having to meet pay¬ 
rolls which would make the ordinary busi¬ 
ness man shiver. His overhead is light, usu¬ 
ally amounting to an average feed bill 
which he watches carefully, plus the wages 
of a ginny, or swipe. He trains his own 
horse, and sometimes rides him in work¬ 
outs, thus cutting his expenses. He does 
not have to run his colt when the horse is 
not ready and when conditions do not favor 
him, simply to please some demanding 
owner with more money than good sense. 
Consequently, it is no trick to find numbers 
of small owners who regularly pay income 
taxes. 

Money, as such, has little value once 
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the small owner gets fairly started. For a 
number of years I owned a small stable 
which I raced from San Francisco to Agua 
Caliente in the winter, across country to 
Hot Springs, Arkansas for the spring 
meets, thence to Chicago during the sum¬ 
mer, and sometimes to Florida or to that 
Mecca of all horsemen, Santa Anita. For 
several years we followed the sun. There 
were good years, and otherwise. Sometimes 
I starved because my horses had to eat 
and times were bad. At other times I ate 
chicken every night. 

I bought horses which cost a small for¬ 
tune and developed into nothing but an ex¬ 
pense. I paid a hundred dollars for a colt 
which went on to earn around eight thou¬ 
sand in his first year of racing. The old 
adage, "Handsome is as handsome does," 
is not applicable to the racing game. A 
horse which is a world-beater and does 
handsomely for one owner might consist¬ 
ently finish up the track and prove any¬ 
thing but handsome if he is claimed. Un¬ 
less the small owner knows the hole card 
of each and every horse he owns he will 
lose money. Each one must, and insists 
upon being handled individually. 

Up each morning while the dew is damp 
on the infield grass, and the sun, not yet 
fully risen, is still withholding its warmth 
from the landscape, each horse gets his 
regular ration of oats. After they are fed 
you’ll have time to run, not walk, to the 
track kitchen where you wolf coffee and 
cakes. Then comes the long hard grind of 
training. Each horse in your two horse 
stable is used to a fixed routine and wants 
it to be carried out to the letter. If Blaz¬ 
ing Blue" has been getting his oats ahead 
of "Memories Dear" you just see that he 
always gets them first, or else. If he has 
been used to being taken from his stall 
first, and walked, roped, galloped or 
breezed ahead of "Memories Dear," don’t 
make the mistake of reversing the pro¬ 
cedure. You might find you’ll have a sulky 
colt on your hands that day. It may be the 
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day you want him to run his best. 

Once a horse is back from the track after 
being galloped or whatever the training cal¬ 
endar calls for, he has to be walked for 
around forty-five minutes to cool him out. 
It is then that small owner learns the dif¬ 
ference between a suspensory ligament, and 
a pair of suspenders—that a sore osselet is 
like a nagging corn, only more so—that a 
colt can be as gentle as a new born babe 
one minute, only to go into a lashing, high- 
bucking spasm if something springs into 
being which happens to tickle his fancy. 

Riding his own horses in workouts may 
stump small owner for a while, but he’ll get 
used to it during these days of labor short¬ 
ages. His probable time-table for the first 
few days might easily read—Five o’clock, 
rise. Five:ten—take a good bouncing ride. 
Five:twenty—back in bed, face down. 

At last comes the big day when he sad¬ 
dles his colt in a race. He is anxious, like 
all new owners, but if he is wise, and listens 
to his mentor the old trainer, he will give 
the horse a conditioner. That is, he will in¬ 
struct his jockey to let the horse get used to 
running again, in company, and only let 
him extend himself either in the first part 
of the race, or during the last quarter of a 
mile. Regardless of what the public thinks 
and hopes, new owner is in the business of 
racing to become a success. Like a producer 
of a Broadway play, who tries out his wares 
in the sticks before chancing it in the Big 
Town, so do racing owners try out their 
horses for "signs" before sending them into 
the all important race. Once an owner 
spots the "signs” he is looking for, Henry 
Morgenthau would, I am sure, be astounded 
at the number of coarse bills which are slid 
through the front of the mutuel seller’s 
window. 

Strangely enough, however, unless the 
bankroll is slim he will rarely wager on an¬ 
other man’s horse, preferring to wager on 
knowledge rather than expectancy. If the 
roll should be slim he’ll try and build it 
toward the big day by wagering on horses 
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he knows from their 'works” are fit and 
wanting to run. It matters little to him who 
the public makes the favorite in that parti¬ 
cular race. He only bets on signs. 

The big day arrives. Small owner’s horse 
runs his race, and perhaps loses. "Why” he 
say "does this happen to me?” In racing 
there are thousand and one reasons. It is 
called racing luck. For instance one of my 
colts wouldn’t run past a fat man at Agua 
Caliente because it so happened that the 
track there is loose and sandy and the 
ground cupped out from under him when 
he raced. He absolutely refused to extend 
himself. Ordinarily he was an honest colt. 
I lost hours of sleep trying to figure why 
an honest horse, fit and ready, wouldn’t run. 
I lost hundreds of dollars trying to prove 
that my faith in him was justified, and that 
he would win next time out. An old trainer 
finally put me wise, and I learned another 
all important lesson along the bitter road of 


experience. Patience does it. He would run 
again when I shipped to a track which was 
hard and dry. He did, and the fancy price he 
paid was startling. 

Another colt I owned loved the soft 
gooey mud. I have seen him raise Ned on a 
wet rainy day, whirling around in his stall, 
whinnying and lashing out at the boarded 
walls trying to convince me I should let him 
out in it. He had a little red cocker pal 
who loved the rain too. One wet spring day 
this big black colt, and the little red cocker 
dog roamed around the Mexican country¬ 
side rolling in muddy pools and having the 
time of their lives, only to return when 
night fell, and when hunger and weariness 
drove them back to the shedrow to find me 
nearly frantic by their absence. They were 
in an awful mess, and although I was reas¬ 
onably sure the little red cocker had slipped 
the latch on the stall door and released his 
pal, I never could prove it. Overjoyed by 


Nelson’s Farm, Ritchie, Md. 

AT STUD 1944 

ALAKING 

ch. 1938 

By Equipoise out of Ancient Queen by * Archaic, brother of the stake winner 
Lotopoise, half-brother of the stake winners Modern Queen, The Queen 
and Bourbon King. 

ALAKING raced well at two, three and four including a second to Whirl- 
away in the Lawrence Realization. 

ALAKING was bred to a few mares in 1943 and proved sure with them. 

Fee: $200 and return 

APPLY: C. E. NELSON 

R.F.D. No. I, Box 235, Bennings, D. C. 
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Season of 1944 

PROSPECT HILL STUD 

Stallions 

ZAYIN, dk. ch. 1937 by Neddie-*Zenoia by 
*Sweeper. By a stakes winner out of a 
stakes winning mare. Fee: Private contract. 
PURPLE KNIGHT, ch. 1932 by *Bright 
Knight-Marsh Violet by Ormondale. A 
stakes winner from a family that has con¬ 
sistently produced stake winners. Ormon¬ 
dale sired the dam of Thingumabob; he also 
sired the second dam of Osmand and the 
third dam of Whirlaway. Fee: Private 

contract. 

*AETHELSTAN II, b. 1922 by *Teddy- 
Dedicace by Val Suzon. Stakes winner and 
sire of stake winners. Sire of a Bel Aethel 
leading sire of two-year-olds 1943. Fee: 
Private contract. 

Prospect Hill Stud 

Bel Air. Maryland Phone: Bel Air 220-J 


T horobreds 

are often deficient in CALCIUM, 
the much needed mineral for 
bone building. Generally, Phos¬ 
phorus is supplied in adequate 
amounts in the grain ration, 
while the roughages are usually 
deficient in CALCIUM, thus 
disturbing the calcium-phos¬ 
phorus ratio. Assure the proper 
ratio with the addition to the 
daily ration of 2 % of 

CAMPBELL'S CALCITE FLOUR 
98% Pure Calcium Carbonate 


HARRY T. CAMPBELL SONS' CO. 

Towson, Maryland 


their safe return I labored by lantern light 
late into the night washing them down, and 
getting a hot mash and hamburger steaks 
into the truants. The little red cocker repaid 
me in kind by bringing home a particularly 
noisome giant rat, which he parked on my 
bed as a present. 

This black colt would beat any man’s 
horse when the going was in his favor, but 
again patience raised its onery head, and we 
had to wait for those conditions. In some 
parts of the country it doesn’t rain for many 
months. 

Could you stand the gaff of the small 
owner? 

However, once that small owner has 
shown his comrades in racing along the 
shedrows that he has learned the ropes, 
and that he will work with them, then 
proves it by placing his horse in such a 
spot that he finds it easy to win his race, 
he becomes a member of a fraternity who 
are more clannish than my Irish cousins. 
Maidens ready to win races are pointed out 
to him. Extra special workouts hidden from 
the public are whispered in his ears with no 
thought of selfish gain, and he begins a new 
and exciting life. 

One instance of the workings of this fra¬ 
ternity which comes vividly to mind was 
the time that the old trainer who had been 
my friend in need at old Caliente turned up 
one day at Santa Anita. The bleak expres¬ 
sion on his face was chiseled as though from 
granite. His only horse had just been cut 
down in a race so seriously that it was found 
necessary to mercifully destroy him. He was 
broke and desperately lonesome. He was 
taking it quietly, but the hard way. 

Within a few minutes I noticed the looks 
which passed between my comrades with 
whom I sat in the immense grandstand. The 
fifth race was just going to the post. One 
of them slipped away for a few minutes. 
Suddenly someone pointed to a ticket which 
somehow had found its way under the feet 
of the old trainer. It was a five-doller 
place ticket on a horse named Arigotal in 
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the race coming up. Old Timer picked it 
up, expressing amazement that anyone 
should have been so careless. I never batted 
an eyelash when he looked at me. When 
the judges separated Arigotal in a picture 
finish he was placed second to Bing Crosby’s 
Comet II. Old Timer cashed $27.50 for his 
ticket. 

Then one of the group remembered that 
the boy riding Warfellow in the next race 
had said that he thought he could win it. 
The track was muddy, and Warfellow loved 
the goo. Twenty dollars of Old Ti me r s 
money went to cheer him on and even 
though he was left flat-footed at the post 
Warfellow got up to win going away, pay¬ 
ing better than 10-to-l. But that was not 

all. 

In the seventh race Johnny Adams was 
riding a mud runner we had tabbed — 
named, if memory serves, Count Pass. Old 
Timer, warming up, split his stake and 
played $100 to win. The horse drove home 
on top in an exciting finish. Before leaving 
to saddle a horse in the nightcap one of the 
group remarked that if we needed coffee 
money for the following morning we could 
do no better than give his horse, Sir Midas, 
a play. Five hundred of the best went from 
Old Timer’s steadily growing roll on Sir 
Midas’ velvety nose, who, with Johnny 
Longden doing the booting, rambled home 
ten lengths to the good. Around three 
thousand dollars in good coarse notes now 
• lined my old friend’s pocket. Like a trained 
pointer his head turned in the direction of 
the red-roofed stables across the track. 

"I know of a nice colt—” he remarked 
irrelevantly as he left me. There was a 
smile of sweet content on his face. 

The drum of eager hoofs still echoes in 
my heart. The long lean years pass swiftly 
into the background of Life’s experiences 
their bitterness seeming less poignant, and 
a few wonderful moments stand out in bold 
relief to fascinate me as I dream of the time 
when I was once a "Small Owner.” 

January, 1944 


MARYLAND'S LEADING SADDLERS 

Established 1886 

LOUIS M. VORDEMBERGE 

Complete stock of High-Grade Sad¬ 
dlery, Turf Goods and Stable Supplies, 
both imported and domestic 

Distributors of 

GIRARD MOIST HEAT PACKS 
GIRARD COLD PACKS 
GIRARD WET PACKS 

Everything for the Dog 

816 Madison Ave., Baltimore, Maryland 
Phone: LExington 0677 


Established 1834 

C. B. WATKINS 
& CO. 

i. It A I N 

r i. i<: i) s 
hay 

o 

723-25 South Charles Street 
Baltimore, Maryland 

Sales Agents "ENZA-VITA" 
Personal Attention To All Business 
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Stallions Standing in Maryland 

1944 

♦AETHELSTAN II, b. 1922 by *Teddy-Dedicace by 
Val Suzon; Mrs. R. H. Heighe, Prospect Hill Stud, 
Bel Air. Private contract. 

AIRFLAME, br. 1934 by Ariel-*Flamante by Flam¬ 
boyant; Anthony Pelleteri at Country Life Farm, 
Bel Air. $200. Return. 

ALAKING, ch. 1938 by Equipoise-Ancient Queen 
by *Archaic, C. E. Nelson, Nelson Farm, Ritchie. 
$200. Return. 


FOR SALE 

Six Horse Van 

Apply: C. E. Nelson 

R.F.D. No. I, Box 235 
Bennings, D. C. 


FOR SALE 

DIFFERENCE 

Chestnut filly, 1941 by *Aethelstan II out of Miss 
Dinwiddle by Campfire. Full sister to the winner 
Dividend; half sister to the stakes winner 
Rehearsal. Sound. 

Miss Bunny Bailey, Bel Air, Maryland 


— WANTED — 

Flat and Brush Horses to train at race track. 
—REASONABLE RATES— 

Write 

LAWRENCE P. BOYCE 

Bacon Hall Glencoe, Md. 


WANTED 

GRASS ROLLER 

12 to 15 ft. ADVISE condition, weight and price. 

G. HARRY CANNADAY Monkton, Md. 


GEORGE SWINEBROAD 

A nctioneer 
Lancaster, Kentucky 

Pedigreed Livestock of All Kinds a Specialty. 
Auctioneer to the Maryland Horse Breeders’ Assn. 


BOARDING 

Exceptional facilities for boarding horses 

HENRY M. WARFIELD 
Salona Farms Timonium, Maryland 

Within One Mile of Timonium Fair Grounds 

PHONE, TOWSON 320 


BAY BEAUTY, b. 1926 by Black Toney-Blushing 
Beauty by Cunard; Wm. P. Phelps, Agent U. S. 
Remount, Upper Marboro. $10. 

BRIARLET, b. 1936 by *Sun Briar-Superlette by 
Superman; Christiana Stable at Springfield Farm, 
Timonium. Free to approved mares. 

BUSY WIRE, b. 1935 by Questionnaire-Wild Woman 
by Wildair; O’Farrell Bros., O’Farrell Farm, West¬ 
minster. Private contract. 

CANTER, ch. 1923 by Wildair-Virginia L. by *Mc- 
Gee; J. W. Y. Martin, Worthington Farms, Glyn- 
don. Private contract. 

CHALLENGER II, b. 1927 by Swynford-Sword 
Play by Great Sport; W. L. Brann, Glade Valley 
Farm, Frederick. $1200. Return. 

*CONFIADO, b. 1933 by Alan Breck-Cabrilla by 
Copyright; Hirsch Jacobs at Cannaday Farm, 
Sparks. Private contract. 

DAINGER LEWIS, ch. 1933, by *Carlaris-*Felina 
II, by Swynford; John J. Ring, Agent U. S. Re¬ 
mount, Westown. $10.00. 

DARTLE, br. 1931, by Dodge-On Time, by High 
Time; H. Guy Bedwell; at Flamingo Farm, Brook- 
ville. Private contract. 

DAUBER, ch. 1935, by Pennant-Ship of War, by 
Man o’ War; A. G. Vanderbilt and E. E. Fogelson; 
Sagamore Farm, Glyndon. $500, Return. 

DISCOVERY, ch. 1931, by Display-Ariadne, by 
* Light Brigade; A. G. Vanderbilt; Sagamore Farm, 
Glyndon. $500, Return. 

ECONOMIC, ch. 1929, by Infinite-Karelia, by St. 
Henry; J. H. Louchheim; Three Cousins Farm, 
Hyde. $200. Return. 

ENGLISH KNIGHT, b. 1929, by * Bright Knight- 
Ashtoreth, by Von Tromp; Joseph H. Pohzehl; 
Four Winds, Norbeck. Private Contract. 

FIRST FLAG, ch. 1931, by Pennant-Betsy Ross, by 
Man o’ War; Mrs. Dave H. Morris, jr.; Orchard 
Point Farm, Chestertown. $25. 

GAY PARTY, b. 1929, by * Bright Knight-Celebra¬ 
tion, by High Time; Donelson Christmas; Upper- 
Marlboro. Private contract. 

* GOLDEN PINE II, ch. 1928, by Golden Myth- 
Pineapple by Louvois; H. L. Salsbury at Cannaday 
Farm, Sparks. Private contract. 

GOLDEN VOYAGE, b. 1936, by * Happy Argo- 
Golden Billows, by Golden Maxim; B. Frank Christ¬ 
mas, Monkton. Private contract. 

GREY COAT, gr. 1926, by Gnome-*Lady Grey, by 
Grey Leg; Augustus Riggs III; Meadowbrook Farm, 
Cooksville. Private contract. 

IDENTIFY, ch. 1931, by Man o’ War-Footprint, 
by Grand Parade; A. G. Vanderbilt; Sagamore 
Farm, Glyndon. $100, Return. 

IMPOUND, br. 1936, by Sun Beau-*Embargo Arts, 
by Embargo. A. G. Vanderbilt, Sagamore Farm, 
Glyndon. Private contract. 

KERRY PATCH, ch. 1930, by Desperate Desmond- 
Polly Me Wiggles, by * Light Brigade; Lee Rosen- 
bery at Willow Brook Farm, Cockeysville. $200. 
Return. 

LITTLE BEANS, b. 1938 by Mirafel-Florhi by Play¬ 
fellow. L. Palladino at Huntington Farm, Clarks¬ 
ville. Private contract. 
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Standing At Brookmeade Farm 



GOOD GOODS 

Brown, 1931, by Neddie—*Brocatelle, by Radium 

^Property of Mrs. Isabel Dodge Sloane and Thomas Piatt) 

SIRE OF ALSAB 


Including his 2-year-olds of 1943 Good Goods 
has sired three crops of racing age. To the first 
of November 79 per cent of all the foals in the 
three crops had started, and 70 per cent of his 
starters are winners. Of his starters, 79 per cent 
have won or placed, leaving only 11 per cent of 
his foals in three crops to race unplaced to date. 

This season Good Goods is the sire of 12 2- 
year-old starters and eight have won. Two 
others have placed. In his three crops 50 per 
cent of Good Goods’ foals which hiive started at 
two have been 2-year-old winners. 

Fee $250 


In his first crop Good Goods sired the brilliant 
race horse Alsab, outstanding stakes winner at 
two and three, and a winner again at four this 
season. Alsab has won 20 races, including 
Preakness, American Derby, Withers, Washing¬ 
ton Park Futurity, Washington Park Juvenile, 
Hyde Park, Prairie State, Walden, Champagne, 
Spalding Lowe Jenkins, Mayflower, Joliet, 
Primer Stakes, Lawrence Realization, Narra- 
gansett Championship, match race with Whirla- 
way and more than $345,000. 

Live Foal 


OKAPI 

Brown, 1930, by Eternal —Oktibbena, by *Rock Sand 


Okapi has been very successful as a sire 
through his first five crops of racing age, includ¬ 
ing his 2-year-olds of 1943. In his five crops 
have been 60 starters, 47 winners, and seven 
others which have placed. Only SIN starters 
have failed to win or place, and only two of the 
six have raced two seasons. 

He has had 55 foals to start as 2-year-olds 
and 38 have won at two. Five other starters 
placed at two. In his first crop Okapi sired 14 

Fee $250 


winners from 16 starters, and nine winners from 
12 starters in his second crop. He sired five 
winners from six foals in his third crop, and 
the only other foal in the third crop’ was 
placed. Of 13 starters in his fourth crop 10 
were winners. 

Okapi has 13- starters as 2-year-olds this sea¬ 
son. Nine have won to date and two others 
have placed. 

Live Foal 


BROOKMEADE FARM 

l pperville Virginia 
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MAYNE, b. 1923, by Broomstick-Manzanita, by 

* Meddler; Cleveland Skinker; Flamingo Farm, 
Brookville. Private contract. 

MINT BRIAR, b. 1921, by * Essagai-Sweet Briar II, 
by St. Frusquin; Raymond Schleider; Baltimore. 
Private contract. 

MORGIL, gr. 1929, by Morvich-Girl o' My Heart, 
by Superman; James N. Barnes; Ten Oaks, Owings 
Mills. $25. 

NEW WORLD, ch. 1938, by Discovery-Sunny Sal, 
by # Sun Briar. A. G. Vanderbilt, Sagamore Farm, 
Glyndon. Private contract. 

NOW THEN, br. 1935, by # Dis Donc-Meetme, by 
Tracery; Matthew McIntyre, Branchville. $25, Live 
foal. 

NUGGET, br. 1936, by Display-*Rock Gold, by 
Bay d’Or; Dr. Irvin Frock; Manchester. Private 
contract. 

OCEANIC, br. 1919, by The Finn-Veuve Clicquot, 
by * McGee; Bennett Crain, Mt. Victoria Farm, Mt. 
Victoria. $25. 

PATIENT SAINT, br., 1932, by *St. Germans-Grizel 
by * Chicle; H. R. Hyle, Halethorpe. Private con¬ 
tract. 

PETEE-WRACK, b. 1925, by # Wrack-Marguerite, 
by Celt; John R. Macomber; at Mantua Farm, Glyn¬ 
don. Private contract. 

PHARANOR, b. 1937, by *Pharamond 11-Princess 
Nora, by * Spanish Prince II; J. H. Louchheim, 
Three Cousins Farm, Hyde. $200. Return. 

PURPLE KNIGHT, ch. 1932, by * Bright Knight- 
Marsh Violet, by Ormondale; Mrs. R. H. Heighe, 
Prospect Hill Stud, Bel Air. Private contract. 

REHOBOTH, br. 1929, by *Sun Briar-Lazuli, by 

* Knight of the Thistle; Dr. J. Fred Adams; Glen- 
wild Stud, Catonsville. Private contract. 

SIR LANCELOT, b. 1937, by *Sir Galahad III-Hel- 
vetia, by # Hourless. H. L. Salsbury at Cannaday 
Farm, Sparks. Private contract. 

SIR JAMES, b. 1'927, by St. James-Lady Mother by 
Ultimus; Arthur Hullcoat at Merryland Farm, Hyde. 
Private contract. 

SUN EGRET, ck. ch. 1935 by *Sun Briar-Oily Egret 
by # Polymelian. H. Guy Bedwell, Yarrow Brae 
Farm, Savage. Private contract. 

SWASHBUCKLER, b. 1933, by Canter-Binnacle, by 
Man o’ War, Janon Fisher, Jr. The Caves, Eccleston. 
$200. Return. 

WAR GAIN, ch. 1931, by Man o’ War-Mary A 
by Fair Gain; Dr. J. Fred Adams, Glenwild Stud, 
Catonsville. Private contract. 

WAR HERO, b. 1930 by Man o’ War-Whetstone, by 
Sweep; R. J. Walden, Bowling Brook Stud, Middle- 
burg. $100. Refund if barren. 

WARLOCK, ch. 1938, by Equipoise-Wand, by Man 
o’ War. Cedar Farm at Meadow View Farm, Cooks- 
ville. Free to approved mares. 

WAVE ON, b. 1930 by Upset-Betsy Ross, by Man 
o’ War; Janon Fisher, Jr. The Caves, Eccleston. 
Private contarct. 

ZAYIN, dk. ch. 1937, by Neddie-*Zenoia, by * Sweep¬ 
er; Mrs. R. H. Heighe, Prospect Hill Stud, Bel Air. 
Private contract. 
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Maryland Bred Winners 

(November 1st to 30th Inc.) 

ALLY BAL, br. f. 2 by # Challenger II-Tinita by 

* Hourless. Breckinridge Long. 

ALPORT, b. g. 2 by * Challenger II-Parabola by Infi¬ 
nite. W. L. Brann. 

(3) ANTHEM, ch. f. 3 by Discovery-Royal Rhap¬ 
sody by # Royal Minstrel. A. G. Vanderbilt. 
BALKO BUD, ch. g. 7 by Balko-Sag Rock by Rock 
Man. A. G. Vanderbilt. 

BARDIA, ch. c. 4 by Pompey-Fair Vixen by Gallant 
Fox. E. D. & C. W. Williams. 

BARK, dk. ch. c. 2 by Sir Herbert Barker—Dun well by 
Dunlin. Leonard H. Drennan. 

BILL K., b. g. 5 by Registrar-Orphan Ann by Mayne. 
Cleveland Skinker. 

BILL’S ANNE, b. f. 3 by Swashbuckler— *Becuma by 
Achtoi. Janon Fisher, Jr., and G. R. Bryson. 
BLICKY BOY, dk. b. c. 4 by English Knight-Virmar 
by Westy Hogan. W. D. Blick. 

BOMB SIGHT, b. c. 2 by Wjir Admiral-Bird Flower 
by Blue Larkspur. Idle Hour Stock Farm. 

BRICK TOP, ch. c. 2 by Discovery-Red Head Gal 
by Balko. A. G. Vanderbilt. 

BUCKLE DOWN, ch. g. 3 by Swashbuckler-Dark 
Nun by # Traumer. James N. Barnes. 

BUD-ON, b. g. 5 by Bud Lerner-Macron by Pennant. 
Wm. M. Elder. 

CHALDON HEATH, br. h. 5 by * Challenger II- 
Phenomenon by Scotch Broom. W. L. Brann. 
CHALLAMORE, b. g. 6 by * Challenger II-Con 
Amore by High Cloud. J. W. Y. Martin. 

CHIFF CHAFF, b. g. 3 by *Jacopo-Brandy Fizz by 

* Teddy. Labrot & Co. 

COLLECT CALL, br. c. 3 by Trace Call-Sun Etoile by 
*Sun Briar. Breymann Farm. 

CRAB APPLE, b. f. 4 by Mowlee-Attamart by Sir 
Maritn. Miss Rhoda Christmas. 

DECLARED, ch. c. 2 by * Challenger II-Escolade by 

* Sir Gallahad III. W. L. Brann. 

ECOMINT, b. f. 3 by Economic-Mint Dinah by Mint 
Briar. J. H. Louchheim. 

EXPLORATION, ch. g. 5 by Discovery—Sweep Out 
by Sweep On. A. G. Vanderbilt. 

EYEOPENER, ch. m. 5 by Reigh Count—Unfurled by 
Pennant. J. W. Y. Martin. 

(2) FAIR ISLE, gr. g. 5 by Grey Coat-Princella by 

* Spanish Prince II. G. R. Bryson. 
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ARE Wotm5 

STEALING YOUR WINNINGS? 


You can’t condition a horse to win races if worms 
are holding him back! Get rid of these parasites 
that bring on more maladies than any other cause. 
Use safe, dependable "Thoroughbred STRON- 
GYLEZINE" ... recommended by men like Vernon 
Mercer, Leon Meyer, Joseph Thyben, L. M. Vor- 


demberge! 

"Thoroughbred STRONGYLEZINE’ is non¬ 
toxic—never puts a horse off his feed or loses even a 
single day’s training. Easy to give. Requires no tub¬ 
ing, no drenching, no starving. Can be used with 
complete safety for horses in training, sucklings, 
yearlings, and brood mares. 

Price—$3.00 per bottle—$30.00 per 
dozen. From your dealer or postpaid 
from us. (Send name of dealer. Get 
free booklet "Worms in Horses.") 
Post Office Box 600—Lima, Pa. 


California Representative: 

KING’S PHARMACY# ARCADIA, 


CAL. 


T f T | Ml 

+ r Ma*t-6- , Wa>i+ I 

REMEDY COMPANY ■ 

LIMA, PA. 

Complete Line of Veterinory Remedies 
Leg Point, Liniment, etc. 


BRIARLET 


Property of Christiana Stables 


B. h., 1936 


! Sundridge 
Sweet Briar II 

{ Superman 
♦Epinglette 


Amphion 

Sierra 

St. Frusquin 

Presentation 

Commando 

^Anomaly 

Sardanapale 

Safety Pin 


Briarlet raced only at two, winning his 
first two starts impressively, and suffered 
an injury in his fourth start which forced 
his retirement. His dam, Superlette, won 
19 races and $28,490 and through 1939 has 
produced five winners of 17 races. His sec¬ 
ond dam, *Epinglette, in addition to Super¬ 
lette, produced Mowlee, winner of many 
handicaps and a successful sire, and other 
good winners. Briarlet carries the conforma¬ 
tion and markings of the great *Sun Briar. 

Service Free to Limited Number of 
Approved Mares 

Standing at Major Goss L. Stryker's 
Springfield Farm 

TIMONIUM MARYLAND 


(2) FLICK, br. m. 5 by *Twink- # Alicia W. by Sal¬ 
mon-Trout. Wayne Johnson. 

FOLD UNDER, gr. g. 5 by *Kantar-Tuckahoe by 

* Sir Greysteel. Labrot & Co. 

GAY BALKO, ch. h. 9 by Balko-Gay Stella by *Gay 
Ronald. A. G. Vanderbilt. 

GENDARME, ch. h. 5 by Pompey-French Doll by 
Superman. E. D. & C. W. Williams. 

GOLD RIVER, ch. c. 2 by Legume-Oro Blanco by 
Sun Beau. Breckinridge Long. 

GRAY PASS, red ro. c. 3 by Swashbuckler—Passe 
Partout by * Sir Greysteel. Mrs. E. K. Bryson. 

HEARTS ENTWINE, b. f. 4 by ^Bright Knight- 
Singing Heart by * Strolling Player. Mrs. J. V. 
Stewart. 

HINDU PRINCE, b. c. 2 by *Aethelstan II or 
Dauber-Hindu Queen by * Sickle. A. G. Vander¬ 
bilt. 

INGERFIRE, It. b. g. 4 by Swashbuckler-Princella by 

* Spanish Prince II. Janon Fisher Jr., and G. R. 
Bryson. 

JOHN’S BUDDY, br. g. 4 by Dartle-Maia by Zeus. 
W. Brooke Johns. 

(2) JOHN’S TEDDY, ch. c. 3 by Tedious-Infilee by 
Infinite. Mrs. E. I. Shewbridge. 

JOURNEY ON, br. g. 9 by # Challenger II-Elope- 
ment by High Noon. Branncastle Farm. 

KARELL, gr. f. 3 by *Kantar-Tred Avon by *Sir 
Greysteel. Labrot & Co. 

LAUDERKIN, b. g. 5 by Ladkin-Bolauder by *Rire 
aux Larmes. Chester F. Hockley. 

LEAVE, b. g. 2 by Happy Time-Valiantly by Con¬ 
stitution. Janon Fisher, Jr. 

LORD CALVERT, ch. g. 4 by Discovery-Her Grace 
by * Bright Knight. Ral Parr. 

MAC ANT, b. f. 3 by Canter-Black Momma by # Light 
Brigade. J. W. Y. Martin. 

MARDI GRAS, b. g. 5 by Happy Time-Belvidera 
by * Light Brigade. Labrot & Co. 

(2) MISS LOVABLE, ch. f. 2 by Action-Could Be 
by Gallant Fox. I. Bieber. 

MOLASSES JO, br. c. 3 by * Challenger II-Molasses 
Jane by Ballot. W. L. Brann. 

MOON MAIDEN, b. m. 3 by * Challenger II-Star 
Chase by Purchase. W. L. Brann. 

MOST ALERT, ch. g. 4 by Canter-Ella M. by *Vul- 
cain. Bernard Bond. 

NAVY BOMBER, ch. g. 2 by Battleship-Knightess 
by * Bright Knight. Walter Wickes. 

NELLIE MOWLEE, b. f. 3 by Mowlee-Linton Nell 
by Pennant. Alan T. Clarke. 

NO FAIR, gr. m. 8 by *Sir Greysteel-Everfair by 
Fair Play. Labrot & Co. 

NYLEVE, br. g. 4 by Ned Reigh-Denis by Tredennis. 
Howard D. Buck, Jr. 

(2) PATHFINDER, br. g. 4 by Discovery-Canfli by 
Campfire. A. G. Vanderbilt. 

PART ONE, ch. g. 7 by Theatrical-Parto by The 
Porter. Mrs. Robert H. Heighe. 

PLANE SPOTTER, blk. f. 2 by Identify-Julia X. by 
Trace Call. J. H. Stotler. 

POLLY ENDER, ch. f. 2 by # Challenger II—St. Prisca 
by St. James. W. L. Brann. 
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STALLIONS STANDING AT 


NORTH WALES STUD 

FOR THE 1944 SEASON 


* BAH RAM 


Brown, 1932, by Blandford— 
Friar’s Daughter, by Friar Marcus 


FEE $2,500 
No Return 


Brilliant Race Horse and Outstanding Sire 

♦Bahrain has five crops of racing age and his record as a sire matches his brilliant performance as 
a race horse. He was unbeaten and was placed at the top of the Free Handicap both as a 2- and 3- 
year-old. Since his second crop became 2-year-olds he has been among England’s leading sires, rank¬ 
ing second in 1040, third in 1941, and fourth in 1942. 

♦Bahrain sired five winners from eight foals in his first crop, including the stakes winners Great 
Truth, Queen of Shiraz, Turklian, and The Druid. His winners from his second crop included the stakes 
winner Bura. In his third crop were 11 winners, including the stakes winners Shah Rookh, Birikan, 
Mah Iran, and Big Game (unbeaten at two). His 2-year-olds last season included Extravagance and 
Whirlaway, both stakes winners, and four others which placed in stakes. This season his 2-year-olds 
include the stakes winners Dark Diana, Kirman, and Fair Aim, and the following which have placed 
in stakes, Am Allana, Bahara, and Park Drill. 


•QUATRE BRASH 


Brown, 1928, by 
•Teddy—Plucky Liege, 
by Spearmint 


FEE $250 
With Return 


Sire of Eurasian 

♦Quatre Bras II. a very successful race horse 
himself, has also proved himself as a sire. His 
fifth crop of foals is racing as 2-year-obls this sea¬ 
son. From his first crop he sired nine winners 
from 11 foals, including the stakes winners Dotted 
Swiss and Robert E. Lee. From his second crop 
of IS foals 13 are winners, including the stakes 
winner Arms of War, and nine of 34 foals in his 
third crop have won. To date from his fourth crop 


Sire of 10 2-year-old Winners 

he has sired six winners from 11 foals including 
the stakes winner Eurasian (stakes winner of six 
races at three this year, including Travers Stakes, 
Jersey and Gallant Fox Handicaps, second in Lau¬ 
rence Realization, Bay Shore and Jerome Handi¬ 
caps). His 10 2-year-old winners this year include 
the stakes winner Quarter Moon (Maryland Fu¬ 
turity). 


Chestnut, 1930, by My Play— FEE $250 
Red Head, by King Gorin With Return 

Head Play has five crops of foals of racing age and a high percentage of them are winners, includ¬ 
ing the stakes winner Tola Rose (which set a new track record of 1:5fi-H in beating Whirlaway, Swing 
and Sway, etc.). In addition to Tola Rose, the first crop by Head Play included two other winners 
from five* foals, and the two non-winners were placed. From nine starters in his second crop Head Play 
sired six winners and two which placed. All 15 foals in Head Play’s third crop were winners, and he 
sired 14 winners from his fourth crop. To date this year he has out six 2-year-old winners. Seventy 
per cent of his winners are winners at two. Racing against top horses, Head Play was a stakes winner 
of 14 races and $109,315, including the Preakness, Suburban Handicap, other stakes, and placed in 
many, including second in Kentucky Derby. 


HEAD PLAY 


'CHRYSLER 11 

The first American foals of ‘Chrysler II are now 
yearlings and they are grand individuals, giving 
promise that *Chrysler II will take his place along¬ 
side the sons of ‘Teddy which have made excellent 
Sires. ‘Teddy is also the sire of ‘Sir Gallahad III, 
‘Bull Dog, ‘Quatre liras II, Case Ace, and other 
successful sires here. As a race horse ‘Chrysler 
II did not start as a 2-year-obl but he won at 
three, four, five, and six, and won in England and 


Brown, 1931, by * Teddy— FEE $200 

Quick Change, by Hurry On With Return 

France. In his 3-year-obl season he won at 1*4 
miles in France. In his 4-year-old season he won 
the Salisbury Cup at l*/ 2 miles, was third in the 
Melbourne Stakes. At five ‘Chrysler II won the 
Babraham Stakes ( l*/ 2 miles), Waldegrave Stakes 
(2 miles), Alexandra Handicap (V/ 2 miles), Final 
Stakes (l*/ 2 miles), and placed in other stakes. He 
won the Durham Handicap, placed in the Elles¬ 
mere Stakes and Coronation Cup at six. 


Return is for one year providing mare proves barren. Return to be claimed by December 1, 1944. 


Warrenton 


Address 

NORTH WALES STUD 



Virginia 


January, 1944 
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MERRYLAND FARM 

Hyde Maryland 

★ 

Yearlings broken. 

Horses trained and boarded 
by day or month. 

Half mile track. 

★ 

Apply: Mrs. Danny Shea 

Telephone: Fork 2951 


At Stud, 1944 
the GRAY STALLION 

MORGIL 

foaled 1929 

by Morvich (brilliant stake winner and 
sire) out of Girl o’ My Heart (handicap 
winner) bv Superman, sire of the dams 
of many good horses including Osmand, 
Brevity, etc. 

MORGIL, a well mannered horse of excel¬ 
lent disposition, was winner of 12 races, is 
an outstanding jumper, stands 16.2 hands and 
is grand type of stallion to use for siring 
race horses, ’chasers, or hunters. Morgil 
is full brother to the dam of the stakes 
winner Heartman. 

His first crop includes Mildred R., winner 
of four races at two 1943. 

Fee: $25.00 

Cash at time of service 

Apply: James N. Barnes, 

TEN OAKS. OWINGS MILLS. MD. 

■— 


PRESS BOX, ch. g. 3 by Identify-Spot News by Trace 
Call. A. G. Vanderbilt. 

PARABOLOID, ch. f. 4 by * Challenger II-Parabola by 
Infinite. W. L. Brann. 

PUNCHDRUNK, b. m. 5 by War Hero-Jolie Fille by 

* Wrack. J. W. Y. Martin. 

RAMPAGE, dk. b. g. 2 by Swashbuckler-Vestage by 
*Vespasian. Janon Fisher, Jr. 

REMOLEE, b. g. 7 by Mowlee-Rea by John P. Grier. 
James E. Simmons. 

ROMNEY REX, ch. g. 3 by Wise Counsellor-Sallan- 
dry by The Porter. Mrs. J. V. Stewart. 

ROUGH HONEY, br. f. 3 by Duel-Bay Ordy by 

* Light Brigade. Mrs. J. Y. Christmas. 

ROUGH TIME, ch. g. 9 by Grand Time—Sand Trap 
by Trap Rock. J. Y. Christmas. 

ROYAL PRINCE, ch. c. 2 by Dauber-Princess Teddy 
by Royal Ford. E. E. Fogelson. 

SEA COMMAND, b. c. 2 by War Admiral-Reigh- 
ette by Reigh Count. Breckinridge Long. 

SILVER PENNANT, ro. c. 2 by Dauber-Silvery 
Cloud by Neddie. E. E. Fogelson. 

SIR ECHO, b. g. 5 by Trace Call-Singing Heart by 

* Strolling Player. Mrs. J. V. Stewart. 

SPEED TO SPARE, blk. g. 10 by Balko-The Spare 
by John P. Grier. A. G. Vanderbilt. 

SPIN ALONG, b. c. 3 by Bud Lerner-Armadale by 
*Epinard. Mrs. Van Lear Black. 

STARWAY, ch. g. 3 by * Challenger II-Star Chase 
by Purchase. W. L. Brann. 

(2) SUMPIN, b. c. 3 by War Hero-Runamuck by 
Chilhowee. R. A. Johnson. 

TACARO NED, blk. c. 2 by Neddie-Sunwina by *Sun 
Briar. E. Taylor Chewning. 

(2) TELESCOPE, b. g. 4 by Jean Bart-Shining Eyes 
by High Strung. L. E. Keiffer and Country Life 
Farm. 

THE KILLER, ch. c. 4 by Swashbuckler-Transtine by 
Transmute. J. Taylor. 

TODCAN, b. g. 4 by Canter-Tody Can by Constitu¬ 
tion. Mrs. Grace C. Hoen. 

TONY STEEL, ch. g. 7 by * Sir Greysteel-Lady Tony 
by Black Toney. Ernest G. Hackney. 

TRAINING CAMP, ch. f. 3 by Jean Bart-Play Polly 
by Chance Play. Leslie E. Keiffer and Country Life 
Farm. 

TRUE LASS, b. f. 3 by War Hero-Truthfulness by 

* Master Charlie. R. J. Walden. 

TULEYRIES LIN, b. m. 8 by Dunlin-Black Wand by 
Black Toney. Mrs. E. L. Bull. 

VERY QUAINT, b. f. 3 by Sun Circle-Mirific by 
Chilhowee. G. L. Stryker. 

(2) VOUCHER, b. g. 4 by Charing Cross-Turmoil 
by * Wrack. Janon Fisher, Jr. 

WHITE HOT, ch. g. 9 by # Sir Greysteel-*Miss 
White by Cicero. S. W. Labrot. 

WHITE SEA, ch. f. 4 by Tintagel-Lucie Ann by Sea 
Rock. F. A. Bonsai, Jr. 

WISE BRAVE, br. g. 5 by Bud Lerner-* Indian Queen 
II by Apron. Wm. M. Elder. 

YARNITH, b. m. 6 by * Challenger II-Wise Mollie 
by Wise Counsellor. Branncastle Farm. 
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SAGAMORE FARM 


Stallions Season of 194 4 


Property of A. G. Vanderbilt 


AT STUD 


DISCOVERY 

(Chestnut, 1931, by Display-Ariadne, by 
♦Light Brigade) 

FEE. $500 AND RETURN 

NEW WORLD 

(Chestnut, 1938. by Discovery-Sunny Sal, by 
♦Sun Briar) 

FEE, PRIVATE CONTRACT 

IDENTIFY 

(Chestnut, 1931, by Man o' War-Footprint 
by Grand Parade) 

FEE, $100 AND RETURN 


DAUBER 

(Property of A. G. Vanderbilt and E. E. 
Fogelson) 

(Chestnut, 1935, by Pennant-Ship of War, by 
Man o' War) 

FEE, $500 AND RETURN 


IMPOUND 

(Brown, 1936, by Sun Beau-*Embargo Arts, 
by Embargo) 

FEE, PRIVATE CONTRACT 


ALL MARES subject to approval by us and mares to be accompanied 
by veterinarian's certificate stating they are free from infection. 
No responsibility accepted for accident or disease. 


FEES DUE AT TIME OF SERVICE 


Glyndon, Maryland 


W. J. REEDY, Agent 

Telephone Reisterstown 37 



HinmiHMiiiiaiiiiHiimoiiiiiiiiiiiniiiiimiiiiciiiiiiiiiiiiiniiiiiiiiiiiiniiiimiiiiiniiiiiiiiiiiintiiiiiiiiiioiiiiiiiiiioiiiiiiii 


STANDING AT 

"* 74 ® Meadaiv" 

DOSWELL, VIRGINIA 

SUN BEAU 


Bay Horse 1925 



A Remarkable Race Hone who Combines the blood of SUNDRIDGE, Fair Play and Imp. 

ROCK SAND 


♦Sun Briar 


\ Amphion by Roseberry 
Sundridge ) Sierra by Springfield 


Simon 


SUN BEAU 
Bay, 1925 


Beautiful Lady 


j Sundridge 

i ^ i « , j St- Frusquin by St. Si 

Sweet Bnar ~nd j Presentation by Orion 

/ Fair Plav \ Hastings by Spendthrift 

y <J ’ / ♦ Fairy Gold by Bend Or 

{ Mileage 


♦Rock Sand by Sainfoin 
Lady Madge by ♦Rayon d’Or 


WINNER OF $376,744 and 33 RACES 

of which 16 were Stakes; 10 at 1l/ 4 miles, including Washington Handicap Twice 
Q and Hawthorne Gold Cup Thrice. 

WORLD’S GREATEST MONEY WINNER—1931 to 1940 

§ SUN BEAU has sired to November 1st 

= the winners of over $356,400. 

Sire of Stake-winner Sun Lover, Impound, Hon Jour, Best Beau, Sunset Girl, 
| etc. 

Sire of producers, including the dams of Arbor Vita, (Clarendon Plate, Orpen 
Handicap, 2nd Coronation Stake, 2nd Kings Plate, etc.) Doll Baby, Gino Beau, 
= Lums Pride, Nediana, Kantar Beau, etc. 

□ 

"A Staying Son of the Renowned SUN BRIAR "—Sire of the winners of over 
§ $ 2 , 300 , 000 . 

FEE $250.00 RETURN 

I Apply The -‘.MEAIMIW*’, lloKwell. Virginia 

{§ or 

Christopher T. Chenery, 90 Broad Street, New York City 


aiiiiiiimiiomiiiuimamiiiiiiMioMimimiiaiiiiimiiiiniiiiiiMiiuniiiiimiiiiaiiimiiimaimimiiiiaimiiiiiiiiamiiiiiiiii 


yiiiiioiimmimDiiiiHiiiiiiDiimiiiiiiiDiimiimiiaiiiiiiiiiiiioiuuuiiiiictmiiiiiiiiaiiiimmiinimiHiiiiiniiimiiiiiiniiiimiiiiiaiiiiiiiiimDimimiiiiDiiiimmiiaiiiimiiiiiamimiiiiiaiiimiiiu 








